


Institutional Archive of the Naval Postgraduate School 


Calhoun: The NPS Institutional Archive 
DSpace Repository 


Theses and Dissertations 1. Thesis and Dissertation Collection, all items 


1973 


The relationship of eye behavior, cardic 
activity and electromyographic responses to 
Subjective reports of mental fatigue and 
performance on a doppler identification task. 


Sherman, Marshall Robert. 


Monterey, California. Naval Postgraduate School 


http://ndl.handle.net/10945/16776 


Downloaded from NPS Archive: Calhoun 


Calhoun is the Naval Postgraduate School's public access digital repository for 
(8 D U DLEY research materials and institutional publications created by the NPS community. 
«ist Calhoun is named for Professor of Mathematics Guy K. Calhoun, NPS's first 


ii KNOX appointed — and published -- scholarly author. 
LIBRARY Dudley Knox Library / Naval Postgraduate School 
411 Dyer Road / 1 University Circle 
Monterey, California USA 93943 





http://www.nps.edu/library 


THE RELATIONSHIP OF EYE BEHAVIOR, CARDIAC 
ACTIVITY AND ELECTROMYOGRAPHIC RESPONSES | 
SUBJECTIVE REPORTS OF MENTAL FATIGUE 
AND PERFORMANCE ON A DOPPLER 
IDENTIFICATION TASK 


Marshall Robert Sherman 








THESIS 


The Relationship of Eye Behavior, Cardiac " 









Activity and Electromyographic 
Responses to Subjective 
Reports of Mental 
Fatigue 
and Performance on a Doppler 
Identification Task 


by 
Marshall Robert Sherman 


Thesis Advisor: . Dour lacwane es 


SC pLoil eal? 2 


Approved for public release; distribution unlincted. 





The Relationship of Eve Behavior, Cardiac Activity 
and Electromyographic Responses to Subjective 
Reports of Mental Fatigue and Performance 
on a Doppler Identification Task 


by 


Marshall Robert ,Sherman 
Lieutenant, United States Navy 
B.S.E.E., University of Mississippi, 1966 


Submitted in partial fulfillment of the 
requirements for the degree of 


MASTER OF SCIENCE IN OPERATIONS RESEARCH 


from the 
NAVAL POSTGRADUATE SCHOOT; 


September 1973 





Libra | 
ABSTRACT Monterey, cautorm 9° 
This research investigated relationships between subjec- 
tive fatigue, performance,, and four physiological parameters; 
sinus arrhythmia, pupil behavior, blink rate, and tension of 
the neck muscles. Fatigue was induced by a doppler reccogni- 
tion task and rigid body posture. Performance was measured 
as the proportion of correct doppler identifications. There 
was no detection of a performance change during the two and 
one-half hour experimental sessions. Sinus arrythmia and 
eyelid blink rate were also found to remain unchanged. An 
alteration was found in the measures of neck muscle tension 
levels, subjective fatigue, and the average pupil diameter. 
subjective ratings of fatigue were found to be highly 
correlated with time-on-task and the electromyographic re- 
sponse of certain neck muscles. Polynomial regression in- 


dicated a significant linear relationship between the sub- 


jective ratings and the tension measured. 
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i. BNTRODUCTION 


Performance and fatigue are often critical issues in the 
use of human resources. Mental performance and fatigue may 
be thought of as differing from physical performance and 
fatigue (Bartley and Chute, 1948). An example is the fatigue 
resulting from work such as adding digits as contrasted to 
the results of weight~lifting. Under modern conditions of 
rapid technological innovations, the problems of mental 
fatigue have attained increasing significance. Few people 
deny acquaintance with it. Mental fatigue is a very impor- 
tant factor in limiting a workman's output in various infor- 
mation-processing jobs, or in vigilance tasks such as 
monitoring, or even tasks requiring relatively low levels of 
skill. As a consequence, work performance is detrimentally 
affected. Unfortunately attempts at reducing or predicting 
the onset of mental fatigue have not enjoyed any great degree 
of success (Kalsbeek, 1971). 

The present study consisted of an investigation of mental 
fatigue in a task requiring low levels of energy expenditure. 
The following three aspects of mental fatigue were considered: 
a) physiological response, b) a auetligvemarner decrement, and 
c) subjective fatigue response. An assumption was made that 
the experimental task performed by each subject would pro- 
duce mental fatigue. The cause of the fatigue was assumed 


to be the result of the mental load produced by an informa- 





tion-processing task and the stationary posture required of 
the subject. (Bonsper, 1970; Hess, 1965; Holland and Tarlow, 
1972; Innes, 1973) 

Four physiological measures which have been suggested as 
being related to fatigue or mental load were examined in the 
present experiment. Those areas concerned sinus arrhythmia, 
pupil behavior, blink rate, and tension of the neck muscles. 

The heart rate of an average healthy human being is often 
irregular. These irregularities can occur as variations in 
rate of up to ten or fifteen beats per minute. This is gen- 
erally referred to as sinus arrythmia. Recent experimental 
evidence suggests that an increase in mental load results in 
a decrease in sinus arrythmia (Kalsbeek, 1971; Bonsper, 1970; 
Douglas 1972; Innes, 1973). Though there are numerous methods 
of its measurement, one technique appears to be superior when 
comparing sinus arrythmia to mental load (Mulder and Muelen, 
1972). This measure, SABS/N, is the sum of absolute differ- 
ences in beat to beat heart rates divided by the number of 
waves occuring during the interval of measurement. If the 
rate of information processing is held constant during a 
task, it can be postulated that performance changes are the 
result of differing mental states or physiological changes. 
If the changing mental states are a result of changing mental 
loads then sinus arrythmia may be considered an indicator of 
this change (Bonsper, 1970). 

The behavior of the eye is a source of information on 


mental activity. The diameter of the pupil varies with 





mental load; that is, the pupil dilates as the load increases 
(Hess and Polt, 1964; Hess, 1965; Hope, 1971; Kahneman, et al, 
1969; Kahneman and Peavler, 1969). After having dilated, the 
pupil will constrict from its dilated state if either the 
task is ended or the task becomes so difficult that the sub- 
ject cannot accomplish it (McFeely, 1972: Edwards, 1972). 
Because changing mental activity may be observed in altering 
patterns of pupil behavior, the detection of this may be a 
Significant tool in understanding the nature of man's re- 
sponse to various types and durations of work. 

A second facet of eye behavior considered in the present 
experiment was blink rate. l1t has been observed that the 
rate of blinking varies with certain mental activities. 
Holland and Tarlow (1972) observed that blink rate was re- 
lated to the difficulty or amount of mental activity assoc-— 
jated with a given task; blinking decreases as mental load 
increases. Blinking is an easily detected variable; there- 
fore it becomes a tool with which to readily measure change 
in mental activity. 

The neck muscle Seren level was the fourth physiolog- 
ical measurement taken in this study. Although this measure 
has not been related to mental load, it has been studied in 
conjunction with mental fatigue. Innes (1973) measured mental 
fatigue by means of subjective fatigue responses and observed 


a correlation of neck muscle tension to subjective fatigue. 





As reflected in electromyographic responses, the amount of 
tension in the neck muscles increased as subjective fatigue 
increases. 

in the present investigation fatigue was measured sub— 
jectively by using descriptive statements developed for this 
purpose (Pearson and Byars, 1956; Innes, 1973). A fatigue 
check list of terms commonly used to describe a subject's 
appraisal of his feelings was employed in the assessment of 
fatigue. 

| Pinally, the actual accuracy of each subject's proces= 

Sing of information was measured. A task was selected which 
resembled realistic mental work. The chosen task was doppler 
identification in sonar echoes. The signal intensity was 
low and detection of target echoes among reverberation noise 
was difficult. Standard Navy doppler drill tapes were used 
to present the desired sonar echoes. Signal frequency ranged 
from one to three target echoes per minute. 

iach sonar echo was composed of reverberation noises and 
a single target echo; thus, the signals appeared infrequently 
throughout the vigilance task. The number of correct doppler 
identifications among the total number of responses was used 


as a measure of performance. 
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The general goal of the experiment was to induce fatigue 
by means of a task which involved total concentration. In 
order to achieve this, subjects (S's) were required to iden- 
tify the doppler characteristics of a target in sonar echoes, 
A set of three similar sonar echoes with the same target dop- 
plier were presented to the S then the S indicated the nature 
of the doppler by a hand-gestured response to oral ques- 


tioning by the experimentor (E). 


A. TEST SITE AND SUBJECTS 

The experiment was performed in the Man-Machine Systems 
Design Laboratory at the United States Naval Postgraduate 
school in Monterey, California. Eight male associates of 
the E served as S's. Their ages ranged from 20 to 55 with 
an average age of 28. The S's had never participated in an 


experiment of this kind and had no previous sonar experience. 


B. APPARATUS 

The equipment mace in the experiment ranged in four gen- 
eral divisions; that used to measure neck muscle tension, 
Sinus arrhythmia, and eye behavior, as well as that con- 
commine une recording of the@sonar tapes. 

A Hewlett-Packard series 3960 instrumentation tape 
recorder was used to record processed physiological data and 
synchronizing pulses. Recordings were made at 15/16 inches 


per second on Ampex 641 Professional magnetic recording tape. 
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Data so recorded was in turn played back into a Digital 
Equipment Corporation lab 8/e digital computer via an analog- 
to-digital multiplex converter. 

The neck muscle tension was measured by the myoelectrical 
potential across the semispinalis capitis and splenius 
capitis muscles. klectromyographic responses were input into 
a Beckman 9852A GMG intergrator coupler. Two electrodes were 
placed on the neck with an indifferent third electrcde 
located above the right shoulder (Lippold, 1967). 

Electrical responses from the cardiovascular system were 
processed by a Beckman type 9857 cardiotachometer coupler. 
The sensing electrodes were located at the top of the sternum 
and below the left breast at the sixth intercostal space. 

An indifferent electrode was attached above the left shoulder 
(Innes, 1973). 

Beckman electrodes filled with Beckman Electrode Paste 
were held in place with Beckman Adhesive Collars. Alcohol 
was used to cleanse the electrode placement sites. 

Behavior of S's eye was processed by a Space Sciences 
Incorporated Model 830 Ive RuDy Mionewer whe pupallone ver 
was designed to measure the diameter of a S's pupil. A S's 
head was held against the forehead restraint and chin rest 
of the pupillometer integrated base by elastic bands. The 
bands extended from the upright posts between the head rest 
and chin rest to both sides of a neck brace. The neck brace 
itself was an integral part of a sterno occipital mandibular 


immobolizer (SOMI) brace (Figure 1). This arrangement 


ileal 





permitted S's to endure the lengthy experiment with restric- 


ted head movements. 
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The sonar echoes that were presented to S were recorded 
and played back on an additional Hewlett-Packard series 3960 
instrumentation tape recorder. The sonar echoes consisted of 
995-23 Do 


the Active Sonar Training Tape = et inp gl lglg 





Recorded simultaneously with the echoes were synchronizing 
Signals. At the beginning of each set of echoes a momentary 
pulse of one and one—-half volts was recorded on the data 
tape. Thus during the experiment, as the S responded to the 


doppler stimuli, synchronizing signals were being produced. 


lee 








Isolation for the length of the test was achieved by an 
Industrial Acoustics Company acoustical chamber. The S sat 
Vieni Cvemitlivy inenes urom a four inen by four inch 
visual target. The target consisted of three strips of 
paper each four inches by one inch in size. The strips were 
placed one-half inches apart. This simple target had a 
three-fold purpose: a) it restricted the movement of the 
eye, b) it maintained a constant focal distance, and c) it 
was of low contrast and thus pupil behavior was not affected 
by variations in brightness. The E sat to the rear and left 
of the S. A dividing curtain separated 5S from E and the 


recording equipment. 


C. PROCEDURES 

The entire test was preceded by a preliminary session in 
which each 5 was requested to train himself until he could 
satisfactorily recognize doppler. This was done by listening 
LO PCTIVe SOnamtraiming Tape mintroduction tomBeppler. Once 
Wiceo .crleme "had mastered doppler reeognition he filled out 
a brief questionaire (See Appendix A). He was given an 
instruction sheet describing the subjective rating checklist 
(See Appendix B) He then listened as E read a description 
of the experiment procedures (See Appendix C). 

The S was next requested to remove all his clothing 
above the waist and his wrist watch. The SOMI brace was put 
on and adjusted. As the electrodes were placed on the S a 


brief explanation of their operation and safety precautions 
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was given. The E checked to insure proper electrode oper- 
ation and interface with the Beckman couplers. The S$ then 
entered the acoustical chamber and was positioned in the 
pupillometer head restraint and the pupillometer and ear-— 
phones were adjusted. At that time the E and 5 practiced 
response procedures. The 5 was allowed to spend approxi- 
mately ten minutes becoming adapted to the experimental 
environment and the body position before the onset of data 
collection. During that adaptation period the E calibrated 
instrumentation and verified recording levels for each data 
recording channel of the instrumentation tape recorder. 

The two and one-half hour experiment was divided into 
ten segments each fifteen minutes long. Each segment began 
with instructions on the implementation of the subjective 
rating check list. This was followed by S's responses to the 
thirteen descriptive statements of fatigue. The order of | 
the statements was varied for each segment. Following com- 
pletion of the rating, a reminder was given to the S as to 
the nature of his-task (See Apprendix D). The recorded sets 
of sonar echoes were then presented for the remainder of the 
fifteen minute segment. During the first segment the re- 
corded task had a brief period of instruction (See Appendix 
F). Following the final segment the subjective rating check 
list was given as if a new segment were beginning. This com- 


pleted the data collection. 
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D. MEASURES 
ily. Performance Measures 
The first measure concerned the percentages of cor- 
rect doppler identifications bya S. In each segment, these 
were recorded as his SCORE. 
Ce fatigue Measure 
Next, the responses to each statement on the subjec- 
tive fatigue check list were weighted. A "better than" 
response yielded a weight of three; "same as" was assigned a 
weight of two; and "worse than" responses were given a weight 
of one (Person and Byars, 1956). The totals of the thirteen 
weights for each time to which the list was responded gave 
eleven data points. Two groupings were made of subjective 
ratings of fatigue. The ratings before each doppler drill 
assumed the treatment grouping SF 0-9. Those ratings made 
after each drill composed the treatment grouping SF 1-10. 
De Physiological Measures 
The neck muscle tension level (NMTL) was computed 
by. averaging all samples of the amplified potential between 
active electrodes on the neck during each segment of doppler 
drills. <A similar calculation was made by averaging all 
pupillometer output voltage samplings during each drill 
segment (APV). 
Heart rate variability, or sinus arrhythmia, was 
Eompimecdmitrom the Output of the cardiotachometer. fhe raw 


rate data was in the form of a DC voltage, the amplitude of 
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which represented the heart rate from beat to beat. fTwo 
parameters were involved in calculating sinus arrhythmia. 
First the voltage was converted to a rate. The sum of abso- 
lute values of the difference in rates from one data sample 
to the next was computed for each doppler segment. Following 
that, a count was made during the entire doppler drill seg- 
ment of each slow down and speed up in rate. For example, 
when beat to beat rates stopped decreasing and started in- 
creasing, a speed up in rate would be counted. Finally, the 
sum of absolute values of differences in rates was divided by 
the number of changes in rate trends to give a measure of 
sinus arrhythmia (SABS/N) (Mulder and Meulen, 1972). 

A final measure was calculated. Blink rate (BR) 
was computed from the recorded pupillometer voltages. A 
blink was defined as a decreasing voltage output for 8/100 
of a second. The rate of sampling data was at least fifty 
samples a second. This criterion effectively counted blinks 
only. The number of blinks was divided by the time period 
over which data sampling occurred but omitted computational 


time. 


he REDUCTION OF DATA 

The two and one-half hour experiment was divided into 
ten segments each lasting fifteen minutes. Eleven subjec- 
tive ratings of fatigue were made by each S. Because sub- 
jyectivé rating of fatigue was to be analyzed for each seg- 
ment, two values were considered; those immediately before 


(SR 0-9) and immediately after (SR 1-10). 
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The variables for analysis were SABS/N, NMTL, APV, BR, 
SCORE, SK O-9, and SR 1-10. Each 5S underwent ten treatments 
for each variable; that is, ten segments in which each 
variable was measured once. The segments were ordered natu- 
rally by time, from the first segment period (PERIOD) to seg- 
ment ten at the termination. 

Eight S's started the experiment; however, only seven 
completed it. NMTL data was usable for four subjects. The 
subjective fatigue rating questionaire was expanded from ten 
to thirteen descriptive statements after two S's had com- 
pleted the experiment. Therefore, only the fatigue ratings 
of five S's were analyzed. 

The statistical analysis included two-way analysis of 
Variance, correlation matrix, stepwise least-square regres- 
sion, and polynomial regression. Actual analysis was com- 
pleted by standard programs at the W. R. Church Computer 
Center, Naval Postgraduate School. SNAP/IEDA computing 
package carried out each two-way analysis of variance, pro- 
iiccumrlc COLrelacLon Mavrlx, gala ceacn SbteOWlse Lepressi on, 
Polynomial regression was produced by Biomedical Computer 


Program BMDO5R. 
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Ili. DISCUSSION AND SUMMARY 


Several statistical tests were performed on the data col-~ 
lected. A level of 0.05 was chosen as significant in testing 
a hypothesis. Three of the variables showed no difference in 
their values from segment to segment. Because SCORE was a 
ratio of correct doppler identifications divided by the num- 
ber of doppler sets during each test segment, an arcsin 
transformation was made on each SCORE data point before an 
analysis of variance was performed. Tables I, II, and II] 
indicated that sinus arrhythmia, blink rate, and SCORE were 
Similar among segments. Significant difference was meas~ 
ured when these variables were compared subject to subject. 
Figure 2 was drawn for these same three variables. The mean 
value among subjects for each variable was plotted at each 
doppler test segment. 

During the course of this experiment SCORE, SABS/N, and 
BR varied in a manner which could be explained as random 
samples from one ocula tion Thus no statement supporting a 
hypothesis that these variables changed systematically 
throughout the experiment can be made. The lack of changes 
in SCORE indicated that no learning occurred and that 
fatigue had no effect on performance at a level of signif- 
Leincomol O,095  thehexperimental conditions did not affect 
sinus arrhythmia from segment to segment when using the same 
statistical criterion. Furtheremore, the rate of blinking 


was statistically constant throughout. 
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In contrast to the variables previously discussed were 
the average pupillometer voltage, neck muscle tension level, 
and the subjective ratings of fatigue. Tables IV, V, and VI 
indicate the results of an analysis of variance on each of 
these new variables. In each case the subjects differed 
among themselves on the variable measured. An illustration 
of the relationship between NMTL, APV, and SRF on one axis 
and the segments of doppler drill is characterized in 
Figure 5. 

Having found that the average voltage output of the pup- 
illometer was not the same for all the segments, a Duncan 
multiple-range test was made in order to find those segments 
in which a difference was significant at a level of 0.05. 
This test indicated that the APV during the first fifteen 
minutes of the experiment was not the same as that during the 
last hour, and that APV's for the sixth and ninth test seg- 
ments were different. The combination of factors resulting 
in a voltage output from the pupillometer is hard to iden- 
tify. When a 5's eyelid was not covering the pupil, the 
voltage was representative CpeLoeCm@pUpIiemd 1ame Lema However , 
no 8S was able to prevent his eyelid from occluding his pupil 
during the course of the entire experiment. In this case, 
tacecycid waS covering fa portion of the pupil, or all of 
bow when that happened a voltage output of the pupislometer 
hmeprecentved the distance fromthe bottom of the pupil to the 
bottom of the eyelid, and if the eye was closed there was no 


voltage. As time passed for each S, the E noticed a 
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TABLE IV. Analysis of Variance on APV 
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FendencymLor ow evyelidste cover portions of the pupil, fhe 
results of the experiment confirmed this observation. The 
data indicates an increased drooping of the eyelid during the 
course of’ the experiment, As the S's endured the experiment, 
they kept their eyes closed for longer time periocs during 
blinks and/or did not open their eyelids as wide. This tend- 
dency prevented the interpretation of the data as resulting 
from a significant change in pupil diameter. fable VII in- 
dicates an insignificant correlation between blink rate and 
APV when using a critical~ratio z-test for the Pearson 
product-moment correlation at the 0.05 level, assuming 
linear relations and normality. fhis low correlation indi- 
cates success in measuring blink rate because a blink is 
only a quick covering of the pupil; also the APV changed but 
blink rates were similar during the experiment. Had this 
not occurred both variables may have been measuring the same 
mechanism. 

There were eleven administrations of the subjective 
rating of fatigue check list. One was given before the 
first doppler drill, and before every drill thereafter. A 
final rating was made by the S following the tenth doppler 
Cmte Py Com End Caton DetOre —ne=finaleraying was 
made that indeed it was the last. For planning purposes 
each S was told that the experiment would last a little over 
two and one-half hours, but each did not know how long the 
drill segments would be nor how many there were during the 


experiment. The S's did not wear watches and thus had no 
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mechanical way of measuring time. After each experimental 
BeSonic oe wacmasked it Hos knewewhenethe east check list 
was being given, and none did. They all said that it felt as 
though they had been in the experiment for a long time but 
that they thought the difficulty of the task was causing a 
misconception of time. They generally estimated the exper- 
imental length at one and one-half hours when asked their 
feeling of time at the conclusion. It is assumed that no 
"end-of-—the-experiment" anticipation influenced the measure- 
ment of any variables. 

Figure 3 shows the eleven mean values for SRF. fhe 
values were plotted between test segments in order te permit 
before and after comparisons of f holes The ten before- 
drill measures of SRF were grouped into variable SR O-9; the 
after-drill measures were grouped as SR 1-10. Indications 
of the correlation existing between these two variables and 
the other experimental variables are displayed in Table VII. 
The variables PERIOD, NMTL, and APV are not uncorrelated 
with both SR 0-9 and SR 1-10 at a level of 0.05. Duncan's 
multiple-range test was used in order to discover which 
treatments among the ratings of fatigue were actually dif- 
ferent at the 0.05 level. An interesting pattern was dis- 
covered. Hach treatment was silimar to the one immediately 
following. Also the seventh through the eleventh ratings 
were similar. The second and sixth were similar to the two 
following them, but were again different vari the remaining 


ones. These relations generally indicate that the check 
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list discriminated over greater periods than fifteen minutes 
except near the termination of the experiment. Either the S 
felt much the same during the last hour or the subjective 
rating of fatigue check list could not discriminate the 
ehange an Sse icohinegs . 

The various treatments within the measurement of NMTL 
were not the same (see Table VI). Duncan's multiple-range 
test was again used to find where treatments were signifi- 
cantly different at the 0.05 level. The NMTL during the 
first doppler drill segment was similar to the second, but 
was different from all other treatments. The second measure 
of NMTL was similar to numbers 3, 4, and 5, but was differ- 
ent from number 6 through the last treatment. The third was 
similar to numbers 4, 5, 6, and 9; and it differed signifi- 
cantly from numbers 7, 8, and 10. When comparing all treat-— 
mentcsyaiter the third, ails two pairs were significantly 
li orents unevewere Toe LoUurtamecomparcad) with thes tenth, 

Ande Loewe hie Wile pace uenthaes unce agalinedimscrimimnation 
among the later treatments in the experimental series was 
poorer than among the earlier ones. Table VII indicates a 
significant correlation between NMTL and SR O-9 SR 1-10, 
PERIOD, APV, and BR. The greatest correlation occurs 
between the subjective rating of fatigue before each segment 
and the NMTL during that segment. 

fable VIII was produced in order to compare the results 
of regressing variables on one another. Four S's were 


ageuravery Measurcdmsor NMI, Give S's answered similar 
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TABLE VIII. Multiple Regression 


Dependent 


Variable 


SR 0-9%* 
SR 0-9* 
SR 0-9** 


SR 0-9** 
SR 1-10* 


SR 1-LO* 
SR 1-10** 


SR 1-lO** 


Period* 


Period* 


EeruoG 


Period 


Score* 


Score* 


Score 


Independent Variable 


Entered Not Used 
NMTGL SABS/N,APV 

SCORE, BR 

NMTL,APV SABS/N,BR 

SCORE 

APV SABS/N, BR 

SOLON 


APV,BR SABS/N,SCORE 


NMTL SABS/N, APV 
BR, SCORE 

NMTL,APV SABS/N, BR 
SCORE 

APV SABS/N, BR 
SCORE 


APV,BR SABS/N, SCORE 


NMTL SABS/N,APV 
BR 

NMTL,APV SABS/N,BR 
APV SABS/N, BR 
SCORE 


APV,SCORE SABS/N,BR 


NMTL SABS/N,APV 
BR 

NMTL,APV SABS/N,BR 

Period - 


* Measures only on four subjects. 


¥*¥ Measures only on five subjects. 
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subjective rating of fatigue check lists, and seven yielded 
measurements of SABS/N, APV, and BR. These factors made it 
desirable to perform multiple regressions on differing sets 
Oi eo Sem ite tela GlOmOLe>.,0swas) moquired for the anclusion of 
an independent variable at each step in the multiple regres- 
sion procedure. Those independent variables listed as not 
used contributed a reduction in residuals which was insig- 
nificant. Each step of the regressions was listed in order 
to highlight the improvements gained as more independent 
variables were added. 

Further attention was given to the relationship between 
DR O29 and’ Sk 2-10 with NMILS Figure 5, Table VII and 
Table VII11 point to the importance of exploring these rela- 
tionships. An analysis of variance on polynomial regressions 
for both these pairs was calculated in Tables ik®and X. 

Linearity of these relationships is strongly indicated. 
NMTL was a better predictor of SR 0-9 than SR 1-10 in this 
experiment. Table XI presents the simple linear regression 
equations. Figure 4 illustrates the relationship between 
the line generated by the equation for SR O-9 as a function 
of NMTL and the line segments joining the plotted points 
for each pair of mean NMTL and SR O-9 observed during a 
treatment. 

Because performance as measured by SCORE was statis-— 
tically constant throughout the experiment, no predictors 
of this important variable were found. Sinus arrythmia 


appeared to be correlated with SCORE and therefore more 


29 





TABLE IX. Polynomial RO creseion: Analysis of Variance 


SR 1-10 (Dependent) -vs- NMTL (Independent) 


Source af Ss MS F as 
Linear Term 1 634.24 634.24 44.17 001 
Quadratic Term 1. 41.72 41.72 2.91 ol 
Cubic Term 1 ILS eis, 1} Bie Oro5 0D 
Quartic Term 1 De ao SASS 5 Cea | we 
Deviation about 

Regression 35 5O2 soe) 14.36 
Total Be, 1224.40 


TABLE X. he heer Regression, Analysis of Variance 


O-9 (Dependent) -vs-— NMTL (Independent) 


source df Sts} MS F Boss 
Linear Term al 822.46 822.46 Aysy- IZ OIL 
Quadratic Term il 28.75 28n (5 ios BS 
Cubic Term Jk 10.96 10.96 0.64 a, 
Quartic Term di 35241 55041 1.95 ae 
Deviation about 

Regression 35 598.23 17.09 


Total 39 (:1493.77 


TABLE XI. Simple Linear Regression 


Constant Regression Independent 
Variable Coefficient Variable 
(SR 1-10) - ZS (Wess Alley olemgsya (NMTL ) 
(SR 0-9) = oe 3527 Be l28.43551 (NMTL) 
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SUBJECTIVE RATINGS of FATIGUE BEFORE SEGMENT 
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investigation of this relationship may be appropriate. ‘The 
behavior of the pupil during this experiment was lost in the 
noise generated by eyelid movements. There were significant 
correlations among pairs of variables as indicated in 

Table VII although these were not as highly correlated as 

SR 0-9 and NMTL. Therefore, this experiment has supported 

a hypothesis that fatigue, measured subjectively, may be 
predicted by a linear equation involving neck muscle tension 


level. 
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APPENDIX A 


Subject Questionaire 


Name 

Age 

Do you have any unusual (circle one ) 
Heart Behaviors No Yes 
Muscle Troubles No Yes 
Hearing Impediments No Yes 
Eye Impairments No Yes 


(If answer is Yes, please explain) 


How do you feel today? 


little sick or have any distracting condition that may 


periodically give you discomfort? 


Do you feel a 





APPENDIX B 


Explanation of Subjective Check List 


People feel differently at various times for various 

_ reasons. Some arise after a night's rest feeling QUITE 
RESTED, while others may feel A LITTLE TIRED. A hard day's 
work or a vigorous workout at the gymnasium may make you feel 
FATRLY WELL POOPED, yet a shower, a cup of coffee, or merely 
a few minutes relaxing in a comfortable chair may make you 
feel VERY REFRESHED. 

I would like to find out how you feel at various times. 
During the experiment you will hear statements which de- 
scribe different degrees of FRESHNESS or POOPEDNESS or TIRED- 
NESS. For each statement you will have to determine in your 
own mind whether you feel at that instant (1) better than, 
(2) same as, (3) worse than the feeling described by that 
particular statement. Having done this you will then give 
a thumb up sign for a feeling "better than" the statement; 

a horizontal thumb sign for a feeling "same as" the state- 
ment; and a thumb down sign for a feeling "worse than" the 
perenetie Consider the following example: 


Statement: SOMEWHAT TIRED 


Better Than Same As Worse Than 
thumb up horizontal thumb down 
thumb 


If right now you feel SOMEWHAT TIRED you would give a 
thumb horizontal response for the "same as" feeling. If, 


however, you feel fresh or full of pep you would give a thumb 
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up "better than! sign because you felt better than "some- 
what tired". On the other hand, if you felt exhausted, you 
would answer with a thumb down. 

Take each statement as it is presented. Listen carefully 
so that you understand what it means. It may help you to 
understand some statements more fully if you insert the words 
"Tl feel," or "I am," preceeding the statement. 

This 1s not a test. You will have all the time you 
need. Do not try to be consistent in your answers each 
time. You may experience no change during the experiment; 


or you may feel up and down during it. The important thing 


is to answer your feeling at that exact moment!!! 
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APPENDIX C 


Explanation of Experiment 


The mechanism and progression of mental fatigue and the 
manner in which it affects performance are at present poorly 
defined. This experiment in which you are participating has 
been designed in order to add information to the study of 
fatigue. 

This is a test to measure mental fatigue. You will not 
go away feeling rested and energetic. The whole purpose is 
to measure your fatigue through electrical responses from 
the cardiovascular system, the muscles at the back of the 
neck, eye behavior, and subjective fatigue reports. S50 
you may surmise that it is an extensive and rather long 
test; hence, you'll just have to "set your mind to it." 

It demands somewhat rigid body posture and there will be 
times that you may want to fore around or you may have an 
urge to droop your eyelids. Please do not. You must keep 
alert and working hard at all times. 

This test is mental as well as physical. You will listen 
to some sonar tapes and be asked to identify the character 
of the echo doppler. Your answers will be scored and their 
correctness will be a part of the overall results. I must 
stress that you put your best efforts into this task! EVERY 
minute is important. 

Listen to the training tape until you feel confident you 


can distinguish doppler. During the experiment you will 
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respond with a thumb up for up dcppler, thumb down for down 
doppler, and a horizontal thumb sign for no doppler. 

Do not answer until guestioned. The length of the test 
is set. I am not looking for an answer which will mean the 
termination of the test. There must be honesty in each re- 
sponse. You must try to keep from closing your eyes in order 


to hear better, or during answering the questionaire. 
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APPENDIX D 


Introduction to Each Subjective Check List 


Data is still being recorded during these questions. 

The statements to follow are to help you decide how you feel 
at this time -— not an hour ago, not five minutes ago, not 
even one minute ago —— but right now. For each statement 
you must determine whether you feel (1) better than, (2) 
same as, (3) worse than, the feeling described by that 
statement. 

Now answer each of the following statements. A thumb up 
Sign will indicate a "better than" feeling. <A horizontal 
thumb means that you feel the "same as" the statement. And 
finally, a thumb down signifies a "worse than" the statement 
feeling, Please pause after each statement in order to as- 
sess your feeling at that very moment. Take your time in 


responding, for there is no time limit. 


Check List 


Quite Fresh Extremely Peppy 
Tuckered Out. Somewhat Fresh 
Slightly Tired Very Refreshed 
Fairly Well Pooped Petered Out 
Ready to Drop Very Lively 
Extremely Tired Slightly Pooped 
Very Tired 


Instruction Following Check List 


Try very hard on each sonar echo. Do not let your mind 


wander. Do not answer until called upon. 
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APPENDIX E 


Introduction to Doppler Task 


A set of three sonar echoes will be presented to you. 
Bach of the echoes in the set has the same doppler. After 
you have heard the three similar echoes, you will be asked 
whether the doppler was UP, DOWN, or NO DOPPLER. For example, 
before each set of three echoes you will hear the verbal 
guidelines, "next set", Then you will hear three echoes in 
arrow. Finally you will hear a question, "your answer is?", 
At that time make your UP, DOWN, or NO DOPPLER response. 


The test begins now. 


oy, 
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